Decanter  5,  1963 


summon;  t 

Contacted  Mr.  Thomas  Murphy,  8615  San  Benito  Way,  Home  Phone  DA  U-l»892, 
Business  phones  RI  8-5828.  Mr.  Murphy  works  at  the  Union  Terminal  and 
in  order  to  see  the  President  go  by  in  the  parade,  he  walked  down  the 
railroad  tracks  to  the  triple  underpass  and  was  standing  over  Main  Street 
when  the  President  was  shot.  Murphy  states  that  even  though  he  was 
watching,  he  did  not  know  what  was  happening.  All  he  could  tell  was  that 
President  Kennedy's  car  took  off  and  that  there  was  some  moving  around 
in  the  car.  He  did  not  hear  a shot  or  any  sound  that  would  resemble  a shot. 
His  words  were,  "I  didn't  even  know  there  had  been  any  shooting,  or  that 
anyone  had  been  shot  until  later  on." 


L.  C.  Craves 


